THE   SINKING   OF  A   GERMAN   PIRATE  SUBMARINE   BY   A   BRITISH  DESTROYER,   MARCH 10,  1915.
The German submarine " U12," which was rammed and sunk  by the H.M.S. "Ariel" (Lieutenant-Commander James V. Creagh),     The H.M.S. "Ariel" is seen on the  left, slightly down  by the  head, owing  to impact with the submarine.    The periscope of the " U12," which was  bent  right over,   prevented  the  conning-
tower lid being opened.    The boat on the right is the H.M.S. " Attack."    Inset is Lieut.-Com. Creagh.
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